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CONPIDENTIAL ANKARA 0331 

E.O. 1 1652: GDS 

TAGS: PPOR MASS MARR TU 

SUBJ: TURKISH THREAT TO CUT OPE ELECTRICITY AT INCIRLIK AIR BASE 

REF: ANKARA 0313 DTG I4I028Z JH 76 

APPARENTLY AS RESULT OP DEMARCHE MADE BY MINISTRY 
OP POREIGN APPAIRS (REPTEL) ELECTRIC COMPANY OFPICIALS 
AT ADANA THIS APTERNOON (JAN 14) INPORMED U.S. AND 
TURKISH 

COMMANDERS AT INCIRLIK AIR BASE THAT THEY WILL NOT RPT NOT CUT 
ELECTRIC POWER TO INCIRLIK AS ORIGINALLY THREATENED. 

THEY STATED THAT PURTHER DISCUSSIONS ON MATTER WILL 
BE POSTPONED UNTIL NEXT MONTH. 
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